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Message Text 
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PAGE 01 STATE 206497 

ORIGIN NEA-10 

INFO OCT-01 ISO-OO SSC-01 CPR-03 NSC-05 PA-01 SS-15 
ICA-11 /047R 

DRAFTED BY NEA/ARP:JIZIOLKOWSKI:SLB 

APPROVED BY THE SECRETARY 

NEA:NAVELIOTES 

S/S :DANDERSON 

NEA/ARP:APBURLEIGH 

S/S-S:MEDENHAM 

101083 152116Z/46 

P 152016Z AUG 78 

FM SECSTATE WASHDC 

TO AMEMBASSY JIDDA PRIORITY 


LIMITED OFFICIAL USE STATE 206497 

E.O. 11652: N/A 
TAGS:PSDC, SA 

SUBJECT: ID AL-FITR MESSAGE 

1 . PLEASE DELIVER FOLLOWING MESSAGE FROM SECRETARY VANCE 
TO FOREIGN MINISTER PRINCE SAUD AT APPROPRIATE TIME. 

QUOTE: YOUR ROYAL HIGHNESS: ON BEHALF OF MY COLLEAGUES 
IN THE DEPARTMENT OF STATE, I WISH TO TAKE THIS OPPORTUNITY 
TO EXTEND TO YOU AND ALL YOUR COLLEAGUES IN THE FOREIGN 
MINISTRY OUR BEST WISHES AND SINCERE HOPE THAT GOD WILL 
CONTINUE TO BLESS YOUR COUNTRY WITH PEACE AND PROSPERITY. 
SINCERELY, CYRUS VANCE. UNQUOTE. 

2. DEPARTMENT OF STATE DOES NOT PLAN TO RELEASE TEXT 
BUT HAS NO OBJECTION IF SAG WISHES TO DO SO. VANCE 
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Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TEXT, DIPLOMATIC COMMUNICATIONS, COMMEMORATIVE CELEBRATIONS 

Control Number: n/a 
Copy: SINGLE 
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Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE206497 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JJZIOLKOWSKLSLB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780334-0183 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780862/aaaabzta.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: c70ff762-c288-dd1 1-92da-001cc4696bcc 
Office: ORIGIN NEA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: ID AL-FITR MESSAGE 
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